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CITATION AND NOTIFICATION OF PENALTY 


We believe that you violated the Animal Welfare Act (7 U.S.C. § 2131 et seq.) (AW A), as 
described below. 


Date of Violation: On or before September 12, 2011 
9 C.F.R. § 3.130 Watering. 

If potable water is not accessible to the animals at all times, it must be provided as often as 
necessary for the health and comfort of the animal. Frequency of watering shall consider age, 
species, condition, size, and type of the animal. All water receptacles shall be kept clean and 
sanitary. 

You failed to provide potable water to animals at all times or as often as necessary. 

On September 7, 2011, University Staff placed ten ewes into pen 4, located at the 
Main Station Farm Laboratory. On September 12, 2011, University Staff discovered 
one of the ewes was dead, one in lateral recumbancy, and one staggering around the 
pen. These two animals subsequently died. Necropsies revealed the three animals 
died from dehydration. Inspection revealed that the water to pen 4 had been turned off 
August 26, 2011, and even though staff initialed status checks saying all was in order 
with food and water, water had not been available inside pen 4 from the time the sheep 
were placed in it. 

Date of Violation: January 17, 2012 
9 C.F.R. § 3.125(a) Facilities, general. 

(a) Structural strength. The facility must be constructed of such material and of such strength as 
appropriate for the animals involved. The indoor and outdoor housing facilities shall be 
structurally sound and shall be maintained in good repair to protect the animals from injury and 
to contain the animals. 

You failed to provide primary enclosures constructed of such material and of such 
strength so as to contain the animals. On the above date, a wood rat escaped from its 
enclosure. Once found, it was returned to the enclosure and the spring on the door was 
replaced. 

Date of Violation: January 18, 2012 
9 C.F.R. § 3.125(a) Facilities, general. 


4 



USDA United States Department of Agriculture Reference Number: NV120004-AC 

Animal and Plant Health Inspection Service Issuance Date: May 20, 2013 

Investigative and Enforcement Services Version: Final 



(a) Structural strength. The facility must be constructed of such material and of such strength as 
appropriate for the animals involved. The indoor and outdoor housing facilities shall be 
structurally sound and shall be maintained in good repair to protect the animals from injury and 
to contain the animals. 

You failed to provide primary enclosures constructed of such material and of such 
strength so as to contain the animals. The same wood rat, described above, escaped 
from its primary enclosure. This time a check of the enclosure revealed a missing wire 
from the back wall. The rat was placed in a new enclosure. 


The penalty for the alleged violation(s) described above is $7,446. 
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